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SAFETY PRECAUTIONS 

The following symbols are used in Onan manuals to alert 
users to the potentially dangerous conditions relating to 
maintenance of the equipment and replacement of parts. 
Please read and observe. 


AOANtSER 


This symbol warns ol immediate 
hazards which will result in severe 
personal injury or death. 


MODEL IDENTIFICATION 

To avoid errors or delay in filling your parts order, always 
give the MODEL. SPEC NO.. and SERIAL NO. from the 
Onan nameplate 

For handy reference, insert your nameplate information 
in the spaces below: 


Tawa r» ’ iwrl ^his sytnbof refers to a hazard or model and spec no 

L~~— .J unsafe practice which can result 
in severe personal injury or death. 

SERIAL NO 

* ACAUTIOnI TbiS s y mbo! refers fo a hazard or 
l— 4 --! unsafe practice which can result 

in personal injury or product or property damage. 


PRODUCT SAFETY PRECAUTIONS 

AV^NING 

Contact with USED ENGINE OILS has been identified by a United States federal agency and 
some USA state agencies as causing CANCER or REPRODUCTIVE TOXICITY. When checking or 
changing engine oils take all necessary precautions not to ingest, breathe the fumes or contact 
the used oil. 

[^WARNING 


Contecf with ASBESTOS has been identified by a United States federal agency and some USA 
stale agencies as causing CANCER or REPRODUCTIVE TOXICITY. When handling engine 
gaskets take all necessary precautions not to ingest, breathe or contact the dust from the 
gaskets! Use adequate ventilation and wear protective gloves , mesfcs and clothing! 



Contact with BENZINE and LEAD, found in gasoline, fuel additives and solvents has been 
identified by a United States federal agency and some USA agencies as causing CANCER or 
REPRODUCTIVE TOXICITY. When checking, draining or adding gasoline and fuel additives, or 
using solvents take ail necessary precautions not to ingest breathe the fumes, or contact the 
liquids. Use adequate ven tilation and wear protective gtoves, masks and clothing! 


Power 

Generation 


Redistribution or publication of this document 
by any means, is strictly prohibited. 















d '* 


Introduction 


This catalog applies to the MAjft Generator Set Parts are arranged in groups of related 
items and each illustrated part ; s identified by a reference number in the parts list. 
Unless otherwise mentioned in th* description, parts are interchangeable between models. 
Parts illustrations are typical. Using the model and specification number from your 
-<? aerator set nameplate, select parts that apply to your set. Right and left sides are 
etermined by facing the engine end (front) of the set. 


Set Data Table 


Model 

Identification 

Rating 

RPM Rating 

Battery Voltage 

2 . S 

MAJ8 - * / * # 

2500 Watts 

3000 RPM 

12 VDC 

3.0 

MAJ8 - * / # % 

3000 Watts 

3600 RPM 

12 VDC 


Electrical Data Table 


Voltage Code \ 

Volta 

Marti 

Wire 

Phase 

1R 

120 

60 

2 

l 

53BR 

110/220 

SO 

3 

1 

53CR 

120/240 

50 

3 

1 


* Voltage codes follow model letter designation 

# Specification Number: Number 1 is standard, all others indicate verietions. 

$ Specification Letter: Letter Advances (A to 8, 8 to C etc) with major 
manufacturing changes. 
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Arm, Governor 9 


Kit, Gasket ~ Carburetor 12 
Kit. Gasxet - Engine 8 

Back-pi-ate. Magneto 13 


Kit, Gasket - Oil Pump 5 

Base.Oil 8 


Kit, Muffler 24 

Bearing, Camaha ft 4 
Bearing, Crankshaft 4 


Kit, Repair - Water Punt: 16 

Bearing. Governor Snaft 
Bel 1 , End 20, 21 

» 

Line, fuei 11 

Belt. Cog 13 


Manifold. Exhaust 24 

Block, Cylinder 4 


Manifold, Intake 11 

Block, Terminal 14, 18 


Meter, Time Totalizing 19 

Blower 20 


Mount, Vibration 10 

Breaker, Ignition 14 
Breaker, Circuit 18 


Muffler. Marine 24 

Brush, Generator 21 


Pan , Or ip 10 

Panel. Control - Basic 2S 

Camshaft « 


Panel. Control - Detune 26 

Cap.Oil 4 


Pa rail. Remote 28.26 

Capacitor. Endoe i i 21 


Pin, Camshaft 6 

Carburetor, Gasoline 11, 

12 

Piston 6 

Choke , E iectnc 11 


Plate. Rear Searing 4 

Cleaner. Air 11 


Plug. Spark 13 

Coit. Magneto 13 


Pulley. Crankshaft 13 

Control 18 


Pump. Fuel 15 

Cover, Gear 9 


Pumo, Oil 6 

Cover, Thermostat 6 

Cover. Va i ve 6 


Pump, Water 16. 17 

Crankshaft 8 


Rectifier, Bridge 21 

Cup. Governor 8 


Relay. Control 16 

Resonator 11 

Draincock. Oi1 8 


Ring Set 6 

Rod. Connecting 6 

Endhe 11 20, 21 


Rotor 20 

Filter. Air 11 


Shaft, Governor 8 

F tywhee i 13 


Shield. Sound 24 

Fuse 19 


Spring, Governor 8 

Stator 20 

Gasket, Cylinder Head 6 


Starter 20, 22 

Goar, Camshaft 6 


Switch, Hi Engine Temp 4 

Gear, Crankshaft 6 


Switch, Hi Exhaust Temp 24 

Generator 20 


Switch, Oil Pressure 6 
Switch, Start/Stop 18 

Harness, Wiring - Control 

16 

Terminal, Receptacle IS 

Harness, Wiring - Remote 

Control 26, 26 

hsad, Cv\inder 8 

Housing 23 


Thermostat 6 

Valve. Exhaust 6 

Imps i ler 17 

Indicator.Oil 4 


Valve. Intake 6 
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Cylinder Slock 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 


i 

91ock. Cylinder {Pressure 

3 

850-0045 

5 

Lubrication) {Includes Parts 
Marked ♦ ) (Refer to Short 
Block Index For Replacement) 
Washer, Lock - Spring ($/16 M ) 

4 

800-0029 

5 

Screw, Cap - Hex Head 

6 

509-0041 

■* 

X 

(C/16-18 x 1-1/8”) 

Seal, Oi 1 - Crankshaft 

7 

101-0729 

1 

Plate, Bearing - Rear 

8 

101-0257 


Gasket Kit. Plate - Bearing 

9 

517-0048 

1 

♦Plug, Expansion {1-5/8" Oia.) 

10 

110-0826 

1 

♦Insert, Seat - Valve (Exhaust) 
Standard 


110-0826-02 

1 

,002” Oversize 


110-0826-05 

1 

.005” Oversize 


110-0826-10 

1 

,010” Oversize 

11 

517-0041 

1 

♦Plug, Expansion (1-1/8” Oia.) 

12 

101-0290 

2 

♦Bearing, Crankshaft 
^Standard 


101-0290-02 

2 

.002* Undersize 


101-0290“10 

2 

.010” Undersize 


101-0290-20 

2 

.020" Undersize 


101 -0290-30 

2 

,030" Undersize 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

13 

120-0387 

1 

♦Tube, Line - Oil {4-5/16” Lg) 

14 

101-0367 

2 

♦Bearing, Camshaft 

15 

516-0012 

2 

Pin, Dowel 

16 

102-0753 

1 

Plug, Filler - Oil 

17 

102-0612 

1 

Gasket, Cap - Indicator 

18 

110-0441 

2 

Guide, Valve 

19 

110-0068 

1 

Gasket, Guide -Intake Valve 

20 

309-0002 

1 

Switch, Temperature - High 
Engine 

21 

812-0075 

2 

Screw, Machine - Round Head 
(#8-32 x 1/4") 

22 

854-0007 

2 

Washer. Lock - IT (#8) 


♦ - Parts Included in Cylinder Block. 
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Cylinder M««d 




















Cylinder Head 


REF 

PART 

QTY 

PART 

REF 

PART 

QTY 

PART 

NO. 

NO, 

USED 

DESCRIPTION 

m. 

m . 

USED 

DESCRIPTION 

1 

869-0002 

7 

Nut, Acorn {5/16-24”) 

3$ 

520-0535 

2 

Stud (5/16-24" x 5/16-18" x 

3 

405-1039 

1 

Bracket, L ift ing 




3" - 7/8") 

A 

'10-C939 

1 

Head, Cylinder 

37 

l 10-0940 

l 

Gasket, Head - Cylinder 

h 

800-0015 

1 

Screw, Cap - Hex Head 

38 

150-1519 

l 

'"Hub, Governor 




(1/4-20 x 3") 

39 

ISO-1520 

1 

*Gup and Bushing, Governor 

5 

526-0063 

1 

Washer, Flat - Copper (l/4“) 

41 



Piston 

7 

123-0486 

1 

Valve, Breather 


112-0177 

1 

Standard 

8 

110-0942 

1 

Cover, Compartment - Valve 


112-0177-10 


,010" Oversize 

9 

110-0832 

1 

Gasket 


112-0177-20 

i 

,020" Oversize 

10 

110-0008 

4 

Lock, Spring - Valve 


112-0177-30 

l 

,030” Oversize 

11 

110-0558 

1 

Retainer, Spring - Valve 


112-0177-40 

! 

040" Oversize 

12 

110-0540 

2 

Rotator, Valves 

42 

112-0063 

1 

Pin, Piston 

13 

110-0609 

2 

Spring, Valve 

43 

112-0013 

2 

CMp, Pin - Piston 

U 

110-0928 

1 

Valve, Intake 

44 



Ring Set, Piston 

15 

110-0827 

1 

Valve, Exhaust 


113-0175 

1 

Standard 

16 



Tappet, Valve - Includes 


113-0175-10 

1 

.010" Oversize 




Adjusting Screw 


113-0175-20 

i 

,020" Oversize 


115-0006 

2 

Standard 


113-0175-30 

l 

.030” Oversize 


1I5-0006-OS 

2 

,005" Oversize 


113-0175-40 

i 

.040*' Oversize 

19 

516-0012 

1 

Ring, Retaining 

45 



Rod. Connecting 

20 

104-0050 

1 

Washer. Retaining - Gear 


114-0095 

i 

Standard 




(Special) 


114-0095-10 

1 

.010“ Undersize 

21 

104-0048 

1 

Gear, Crankshaft 


114-0095-20 

l 

,020 H Undersize 

22 

515-0001 

1 

Key, Woodruff 


114-0095-30 

l 

.030“ Undersize 

23 

104-1587 

1 

Crankshaft 

46 

114-0023 

2 

Screw, Cap (Special) 

24 

150-0078 

1 

Ring, Retaining 

47 

854-0014 

2 

Washer, Lock - IT (1/4 11 ) 

25 

150-1695 

1 

Cup, Governor (Includes Parts 

50 

309-0539 

1 

Cover, Thermostat 




Marked *) 

51 

309-0004 

1 

Gasket, Cover - Thermostat 

26 

510-0015 

5 

#8all, Fly - Governor 

52 

309-0088 

1 

Spring, Thermostat 

27 

105-0377 

1 

Gear, Camshaft (Includes Parts 

53 

309-0538 

i 

Thermostat 




Marked *) 

54 

130-2735 

l 

Bracket, Guard - Belt 

28 

150-1257 

1 

#Spacer, Gear - Camshaft 

55 

526-0122 

i 

Washer (5/16“) 

29 

150-0077 

1 

#Plate, Gear - Camshaft 

56 

503-0654 

i 

Hose 

30 

105-0004 

1 

Washer, Thrust - Camshaft 

57 

502-0029 

i 

Reducer 

31 

515*0001 

1 

Key, Woodruff 

58 

502-0433 

l 

Elbow 

32 

10S-0300 

1 

Camshaft 

59 

503-0446 

l 

Clamp 

33 

150-0075 

1 

Pin, Center - Camshaft 

60 

503-0304 

l 

Hose 

34 

520-0143 

5 

Stud (5/16-24” x 5/16-18" x 

61 

168-0069 

i 

Gasket Kit. Engine 


2" - 11/32") 


* - Parts Included in Governor Cup 

# - Parts Included in Camshaft Gear 
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011 Systti 



REF PART QTY PART 

NO. NO. USED DESCRIPTION 


1 505-0274 

2 120-0140 

3 120-0012 

5 309-0322 

9 800-0056 

9 850-0050 

10 102-0864 


1 Plug, Pipe - Socket Drive 
1 Spring, By Pass - Oil 

l Plunger, By Pass - Oil 

1 Switch. Pressure - Lew Oil 

6 Screw, Cap - Hex Head 

(3/8-16 x 1-3/4") 

6 Washer, Lock - Spring (3/8") 

1 Base. Oil 


REF 

PART 

QTY 

PART 

NO. 

NO 

USED 

DESCRIPTION 

11 

102-0868 

1 

Gasket, Base - Oil 

12 

120-0571 

1 

Cup, Intake - Oil Pump 

13 

800-0007 

2 

Screw, Cap - Hex Head 
(1/4-20 x 1") 

14 

850-0040 

2 

Washer, Lock - Spring (1/4") 

15 

120-0394 

1 

Pump. Oil 

IS 

120-0161 

1 

Gasket Kit, Pump - Oil 

19 

505-0054 

1 

Plug, Square - Head 


r,y 
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6car Cover 



REF 

PART 

QTY 

PART 

REF 

PART 

QTY 

NO. 

NO. 

USED 

DESCRIPTION 

NO, 

NO. 

USED 

1 

103-043S 

1 

Cover, Gear (Includes Parts 

14 

870-0131 

2 




Marked 

15 

103-0013 

1 

2 

516-0117 

1 

*Pin, Roll 

16 

150-2097 

1 




Governor Cup Stop 




3 

150-1426 

1 

*Arro and Shaft, Governor 

17 

518-0006 

1 

4 

150-0177 

1 

*Stud r Adjusting - Governor 







Sensitivity (#10-32 x l-7/8 M ) 

18 

150-0639 

l 

5 

150-1187 

1 

*Yoke, Shaft - Governor 

19 

815-0046 

2 

6 

509-0008 

1 

*Seal, Oil - Governor Shaft 

20 



7 

510-0008 

1 

*Be ^ng, Lower - Governor 







Sh«ift 


800-0031 

2 

8 

510-0013 

1 

*Bearing, Upper - (kronor 


800-0034 

2 




Shaft 

21 

850-0045 

4 

9 

510-0014 

1 

*Bal1 4 Thrust - Governor Shaft 




10 

150-1429 

1 

Bracket, Spring - Governor 

22 

870-0053 

3 

U 

509-001? 

1 

*Seal Oil - Front 

23 

815-0290 

1 

12 

150-0098 

1 

Spring, Governor 




13 

ir-n-0096 

1 

Stud r .Spring - Governor Tension 







Adjusting (#10-32 x 1-11/16°) 








* Parts Included 

in G< 


PART 

DESCRIPTION 

Nut. Lock - Et (#10-32) 
Gasket. Cover - Gear 
Link. Governor Arm to 
Carburetor 

Clip, Governor Link to 
Carburetor 
Joint. Ball 

*Screw. Mounting - Governor 
Screw. Cap ■ Hex Head (Gear 
Cover Mounting) 

5/16-18 x 1-1/2" 

5/16-18 x 2/1/4" 

Washer, Lock - Gear Cover 
Mounting (5/16“) 

*Nut, Hex (#10-32) 

Screw, Hex Washer Head 
(1/4-20 x S/8") 
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8«s« and Mount 




REF 

PART 

QTY 

PART 

REF 

PART 

QTY 

NO* 

NO. 

USED 

DESCRIPTION 

NO, 

NO. 

USED 

1 

403-2298 

1 

Pan, Drip 

© 

850-0045 

l 

2 

402-0569 

2 

Isolator, Vibration 

to 

670-0153 

1 

3 

402-0550 

1 

Isolator, Vibration 

11 

800-0047 

2 

4 

403-2296 

1 

Mount, Front - Engine 




5 

821-0010 

6 

Screw, Lock - Flange 

12 

850-0050 

2 




(1/4-20 x 1/2") 

13 

800-0033 

2 

6 

800-0033 

1 

Screw, Cap - Hex Head 







{5/16-10 x 2") 

14 

850-0045 

2 

7 

526-0333 

1 

Washer, Flat (5/16 ) 

15 

526-0324 

2 

8 

526-0115 

1 

Washer. Flat (5/16") 





PART 

DESCRIPTION 

Washer, Lock (5/16") 

Nut. Hex (5/16-18") 

Screw, Cap - Hex Head 
(3/8-16" x 5/8") 

Washer, Lock - Spring (3/8") 
Screw, Cap - Hex Head 
(5/16-18 x 2") 

Washer, Lock - Spring (5/16") 
Washer, Flat (5/16") 



-rtsf. 

r 

!i. ! \\- U 

• ■- -i 4 # 
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Fu«l SystM 



REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

501-0513 

1 

Line. Fuel 

2 

502-0138 

1 

Eioow. Flare - Male 

3 

146-0383 

1 

Carburetor, Gasoline (See 
Separate Group for Parts) 
(Excludes Mounting Gasket) 

4 

141-0078 

3 

Gasket. Mounting - Carburetor 

5 

154-2508 

1 

Manifold, Intake 

6 

140-1269 

1 

Adapter, Intake 

7 

145-0111 

1 

Gasket, Intake Adapter to 
Carburetor 

8 

5200870 

2 

Stud (Special) 

9 

153-0584 

1 

Link, Choke • Electric 

10 

153-0583 

1 

Bracket Assembly, Choke 

li 

153-0532 

1 

Bracket and Bushing, Choke 

1? 

146 '0241 

1 

Shaft. Choke 

13 

518-0387 

1 

Rina. Retainer - externals 

14 

853-0013 : 


Washer,. Lock - c.T Jl/4* 1 ) 

16 

868-0001 

2 

Nut, Jam *■ Hex (1/4-28*') 

16 

140-1985 

i 

Insert. Resonator 

17 

140-1938 

I 

Gasket , ftesonator 

18 

518-0265 

i 

Compound, Retaining 

19 

520-0953 

i 

$tuo (Special ) 


1 

C1eaner. Air 


Generation 11 


REF 

PART 

QTY 

PART 

NO, 

NO. 

USED 

DESCRIPTION 

21 

870-0131 

2 

Nut. Hex - ET (#10-321 

22 

800-0308 

L 

Screw. Coo - Hex Ho.sc 
(1/4-20 x 2-1/8“) 

23 

850-0040 

2 

Washer, lock (1/4") 

24 

800-0006 

I 

Screw. Cap - Hex Head 
(1/4-20 x 7/8“) 

25 

520-0956 

1 

Stud (Special) 

26 

870-0131 

2 

Nut, Hex ~ W/ET (#10-32) 

27 

140-1966 

1 

Resonator 

28 

153-0113 

1 

Cover. Choxo 

29 

153-0017 

7 

i 

Element. Bi Me tali 

30 

153-0440 

1 

Housing. Choke 

31 

815-0110 

1 

Screw. Machine - Round Head 
(#10-32 x 7/8") 

32 

850-0030 

1 

Waanor, cock - Soring (#10) 

34 

815-0285 

2 

Screw. Machine - Round Heao 
W/fcT (#8-32 x 5/16“); 

3$ 

526-0048 

2 

Washer, fiat. (#83 

36 

332-0527 

1 

Terminal, Tab (.25) 

37 

850-0025 

2 

Washer. Lock (#83 

38 

812-0085 

2 

Screw, Machine ~ tound toad 
<*e~32 x 1,12# 


Redistribution or publication of this document 
by any means, is strictly prohibited. 





































Carburetor Part* 




REF PART QTY PART 

NO. NO. USED DESCRIPTION 


146-0363 


1 146-0122 

2 146-0119 

3 146-0102 

4 146-0116 

5 146-0406 

6 146-0145 

7 146-0113 

6 ! 146-0111 
9 146-0110 

10 146-0109 


1 Carburetor. Gasoline 

(Excludes Mounting Gasket) 
1 Screw, Stop - Throttle 

1 Valve, Throttle 

2 *Gasket, Retainer - Bowl 

1 Bowl, Fuel 

1 Shaft, Throttle 

1 r Valve, Float (Includes Seat 

and Gasket) 

1 Nozzle 

l *Shaft. Float 

1 Float 

2 Screw (Special) 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

11 

146-0209 

1 

•Needle. Idle 

12 

146-0407 

1 

Shaft. Choke 

13 

146-0104 

1 

Valve, Choke 

14 

146-0408 

1 

•Needle, High Speed 

15 

146-0186 

2 

Sprang. Throttle Stop Screw 
and Idle 

16 

146-0120 

1 

Seal. "0“ Ring - High Speed 

Needle 

17 

146-0117 

l 

Spring Kit, High Speed 

Needle 

Repair Kit, Carburetor 
, (Includes Parts Marked *) 

18 

146-0253 

1 

19 

146-0124 

1 

•Gasket. Kit, Carburetor 

* Parta Iftc'liatod 

in Piiwpair Kit. 
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Ipltlon $yst*a 



REF PART QTY 

MO. MO. USE0 

1 167-0237 1 

2 515-011.3 1 

3 160-1353 1 

4 104-1658 1 

6 

821-0005 8 

821-0005 3 

7 512-0168 1 

9 850-0055 1 

10 800-0081 1 

11 511-0148 1 

12 104-1653 1 


PART 

DESCRIPTION 

Plug* Spark 
Key. Woodruff 

Flywheel (Includes Magnets) 
Cover. Flywheel (Usee Through 
June 1987) 

Screw, Self-locking - Hex 
Washer Head (*10-32 x 5/16“) 
Used Through June 1987 
Used Beginning July 1987 
Pulley, Crankshaft 
Washer. Lock - Spring (7/16") 
Screw. Cap - Hex Head 
(Special) 

Belt. Cog 

Guard. Belt (Used Through 
June 1987) 


REF 

PART 

OTY 

PART 

NO. 

m. 

USED 

DESCRIPTION 

14 

160-0454 

1 

*Piate and Core 

15 

160-0155 

1 

*Co i 1. Magneto 

16 

167-1596 

1 

*lead, Tension - Hi 

17 

812-0075 

1 

*$crew, Machine - Round Head 
(#8-32 x 1/4“) 

18 

854-0007 

l 

*Washer, Lock - IT (#8) 

19 

815-0290 

2 

Screw. Thread Forming 

20 

850-0040 

2 

Washer, Lock - Spring (l/8“) 

21 

526-0214 

2 

Washer. Flat (1/4") 

22 

160-1334 

1 

Bookplate, Magneto (includes 
Parts Marked *) 

23 

104-1658 

1 

Guard, Belt and Flywheel 
(Used Beginning July 1987) 


* Parts Included in Magneto Backplate* 
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Breaker Bex 



KEF 

PART 

QTY 

PART 

MO. 

NO. 

USED 

DESCRIPTION 

1 

160-1329 

1 

Box, Breaker - Ignition 

2 

160-1183 

1 

Point Set, Ignition 

3 

812-0148 

2 

Screw, Round Head 
(1/4-20 x 1/2 M ) 

4 

312-0097 

1 

Condenser 

5 

518-0049 

1 

Screw, Round Head - ET 
(#8-32 x 1/4”) 

6 

508-0017 

1 

Washer, Fibre - Insulating 
(#10) 

7 

854-0010 

2 

Washer, Lock - IT (#10) 

8 

871-0010 

2 

Nut, Hex - Binding Head 
(#10-32) 

9 

332-0284 

1 

Screw, Machine - Hex Head, 
Brass (#10-32 x 3/4") 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

10 

526 0v4§ 

1 

Washer, Flat - Brass (#10) 

11 

5080016 

1 

Washer, Fibre - Insulating 
(5/16") 

12 

332-0319 

1 

Block, Terminal 

14 

160-1336 

1 

Cover, Box - Breaker 

15 

160-1337 

1 

Gasket. Box - Breaker 

18 

160-1335 

1 

Gasket, Box - Breaker 

17 

526-0063 

2 

Washer, Flat - Copper (1/4 

18 

802-0034 

2 

Screw, Cap - Socket Head 
(1/4-20 x 3/4") 

19 

160-1331 

1 

Plunger 

20 

160-0264 

1 

Guide, Plunger 

21 

160-0382 

1 

Diaphragm 

22 

854-0014 

2 

Washer, Lock - IT (l/4“) 
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Fuel Puap 



REF 

PART 

QTY 

NO. 

NO. 

USED 

i,: 

140-OS54 

1 

: 2 

858-0006 

: 2 i' 

' 3i 

862-0001 

■ 2 ! 


PART 

DESCRIPTION 

; I 

Pu»o. Fuel -Electric ■ 
Wa»n«r. LocH - El! (l/4‘» 
Not. Hwx (1/4-20) 


REP 

PART 

Q1Y 

NO. 

NO. 

USED 

:4 

S02-0002 

1 

5 : 

502-0404 

i ; 

6 

33HW3 

.1 - 


PART 

OESSRSPHON 

Elbow:, «Ale : - Inverted 
Elbow. Wal* - 90* 
TenMnaS, ftaeabtacia 







Power ; 
Generation 
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Water jpuap 



KEF FAST 

NO. NO. 

1 800-0025 

2 850-0045 

3 131-0420 

4 132-0284 

5 SlS-fe&l 

6 850-OC ; *»0 

7 882-0001 


QTY PART 

USED DESCRIPTION 

2 Screw. Cap - Hex Head 

(5/16-18 x 5/8*) 

2 Washer. Lock (5/16") 

1 Bracket» Pump - Water 

1 Pump. Water (See Separate 

Page For Components) 

2 Bolt, Carriage (1/3-20 k 3/<8“) 

2 Washer, lock (1/4*) 

2 Nut, Hex (1/4-20") 


REF PART (JTY 

NO. NO. USED 

8 512-0104 1 

9 505-1347 1 

10 505-1346 I 

It 502-0446 2 

12 503-1408 1 

13 502-0300 1 

14 502-0970 1 

15 815-0030 1 


PART 

DESCRIPTION 

Pulley, Pump - Water 
Elbow, Street - 90* 
Elbow. 90* 

Clamp. Hoee 
Hose 

Connector, Hoee 
Adapter, Hoee 
Screw, Set - Socket Head 
(910-32 x 1/2") 


; 





Power 

Generation 


16 


Redistribution or publication of this document 
by any means, is strictly prohibited. 






M«t«r Pimp Co»pon«nt» 



REF PART QTY 

NO NO. USED 


PART 

DESCRIPTION 


132-0204 

1 132-0312 

2 132-0306 

3 132-0309 

5 132-0310 

6 132-0302 

7 132-0298 

8 132-0305 

9 132-0297 


1 Pump, Water 

4 *Screw. Machine - Braes 
Binding Head 
1 Cover. Pump - Water 

1 'Gasket, Cover - Water Pump 
1 Mmpeller, Pump - Water 
1 Screw. Machine - Brass 

Binding Head 

1 Washer, Flat - Copper 

1 Cam. Pump - Water 

1 Plate, Wear - Impeller 


REF 

PART 

QTY 

NO. 

NO. 

USED 

to 

132-0295 

1 

11 

132-0308 

1 

12 

132-0303 

1 

13 

132-0296 

1 

14 

132-0299 

1 

IS 

132-0300 

2 

16 

132-0304 

1 

17 

132-0301 

1 

18 

132-0307 

1 

20 

132-0311 

1 


PART 

DESCRIPTION 

Pin, Straight - Solid 
*Sea1 

Washer, Non-Metal lie 
Ring, Retaining 
Ring, Retaining 
Bearing, Ball 

Washer and Spacer. Pump - Water 
Ring, 0 

Shaft. Pump - Water 
Repair Kit, Pump - Water 
(Includes Parts Marked *) 


* - Parts Included in Repair KiT■ 
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Control 




























Control 


REF 

PART 

QTY 

PART 

TOEF 

FART 

NO. 

NO. 

USED 

DESCRIPTION 

M0* 

MO* 

JL 

301-9245 

1 

Panel, Front (Control) 

23 

810-0082 


98-5353 

i 

Decal. Panel - Control 






(Not Shown) 

24 

812-0059 

3 

308-0739 

1 

Switch, Start/Stop 



4 

321-0175 

3 

Holder, Fuse 

25 

850-0020 

5 

815-0385 

2 

Screw, Machine - Round Head 

26 

508-0208 




(#6-32 x 1/2") 

27 

323-0488 

6 

302-0885 

1 

Meter, Totalizing - Time 

28 

301-9248 

7 

870-1183 

2 

Nut, W/ET (#6-32) 

30 

813-0102 

8 

323-0440 

1 

Plug, Socket - Housing 



9 

320-1364 

1 

Breaker, Circuit 

31 

508-0016 

10 

508-0015 

2 

Washer. Fiber (#8) 

32 


11 

526-0046 

2 

Washer. Flat (#6) 


338-2593 

12 

853-0005 

1 

Washer, Lock - ET (#8) 


338-2043 

13 

871-0007 

2 

Nut, Hex (#8-32) 

33 

357-0030 

14 

307-1886 

3 

Relay, Ignition 

34 

307-2726 

15 

821-0004 

3 

Screw. Machine - Lock Head 

35 





(#10-32 x .31") 


321-0146 

16 

323-1512 

1 

Socket, Relay 


321-0256 

17 

307-2492 

1 

Relay, 3 POT. 120 VAC 

36 

301-9247 

18 

815-0106 

2 

Screw, FIL HM (#6-32 x 3/4") 


98-5398 

19 

854-0006 

2 

Washer, Lock - IT (#6) 


98-5675 

19A 

854-0010 

4 

Washer, Lock - IT (#10) 

37 

320-1441 

20 

332-0406 


Block. Terminal 


98-4325 

21 



Strip, Marker 


98-4508 


332-2758 

1 

60 Hz Sets 


98-5358 


332-0426 

1 

50 Hz Sets 



22 

870-0131 

5 

Nut, Lock- ET (#10-32) 




QTY PART 

USED DESCRIPTION 

1 Screw, Machine - Round Head, 

Brass (#8-32 x 3/4") 

2 Screw, Machine - Round Head 

(#6-32 x 1/4") 

2 Washer, Lock (#6) 

2 Bushing, Nylon (3/4") 

6 Connector, Socket 

1 Box, Control 

2 Screw, Machine - Round Head 

(#10-32 x 5/8") 

1 Washer, Fiber (#10) 

Harness, Wiring - Control 
1 60 Hz Sets 

1 50 Hz Sets 

2 Rectifier 

1 Spring. Holddown 
Fuse 

2 10 Amp 

1 15 Amp 

1 Cover {Ooes Not Include Decal) 

1 Decal. Wiring Diagram 

1 Oecal, Wiring Diagram 

1 Cover, Plate 

1 Decal. Warning 

1 Decal. Certification 

1 Oecal, First Mate 
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Generator 



REF 

PART 

0TY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

1 

2 

231-0273 

1 

Adapter, Generator 

Stator, Generator 


220-3117 

1 

Code 53CR (50 Hz) 


220-3125 

1 

Code 53BR (50 Hz) 


220-3100 

1 

Code 1ft (60 Hz) 

3 

211-0352 

1 

Bell, End (See Separate Page 
for Components) 

4 

301-9244 

1 

Support, Rear * Control Box 

5 

319-0688 

1 

Bracket, Mounting 

6 

191-1599 

1 

Starter (See Separate Page 
for Components) 

7 

307-1617 

1 

Relay, Solenoid - Electric 

8 

600-0052 

1 

Screw. Cap - Hex Head 
(3/8-16 x 1-1/2") 

9 

850-0050 

L 

Washer. Lock (3/8") 

10 

862-0003 

3 

Nut. Hex (3/8-16") 

11 

800-0187 

4 

Screw, Cap - Hex Head 
! (1/4-20 x 5") 

12 

821-0009 

2 

Screw. Lock - Flanqe 
(1/4-20 x 3/8") 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

13 

815-0340 

4 

Screw, Hex Washer Head - Thd 
Forming (#10-32 x 3/8") 

14 

850-0040 

5 

Washer, Lock (1/4") 

15 

516-0196 

4 

Pin, Locating 

16 

898-0045 

1 

S ieevirg 

17 

336-0233 

1 

Lead, Solenoid 

18 

226-3107 

1 

Lead, Slolnoid 

19 

862-0001 

1 

Nut, Hex (1/4-20") 

20 

856-0006 

1 

Washer, Lock - EIT (1/4") 

21 

337-0059 

1 

Strap. Bond 

22 

815-0384 

1 

Screw, Hex Washer Head - Thd 
Forming (3/8-16 x 3/4") 

23 

856-0010 

1 

Washer, Lock - EIT (3/8") 

24 

800-0054 

1 

Screw, Cap - Hex Heaa 
(3/8-16 x 2") 

25 

800-1030 

3 

Screw, Cap - Hex Head 
(5/16-18 x 1-1/4") 

26 

201-3284 

1 

Rotor, Generator j 

27 

202-0674 

1 

Sleeve, Stud 

28 

520-0954 

1 

Stud (Special) 
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End Sell 



10F 

PART 

QTY 

PART 

10 * 

MO. 

U#FD 

DESCRIPTION 

l 

211-0352 

1 

8ell, End - Generator 

2 

212-1249 

1 

Guide, Brush 

3 

214-0099 

2 

Brush 

4 

232-2841 

1 

Bracket and Rectifier 

5 

516-0196 

4 

Pin 

6 

510*0107 

1 

Bearing, Roller 


PART 

MO. 

QTV 

USED 

PART 

DESCRIPTION 

312-0194 

1 

Bracket. Mounting 

- Capacitor 

356-0056 

1 

Capacitor 

Thread 

8IS-0395 

1 

Screw, Hex Head - 


Forming {#6-32 x 

3/8") 

305-0548 

1 

Rectifier, Bridge 
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Starter Co*pon«nt* 





PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

: i 

NFS 

1 

•Cover, Oust 

2 

NFS 

1 

•Nut, Stop 

3 

NFS 

1 

•Washer. Stop Nut 

4 

NFS 

1 

•Spring, Anti-drift 

5 

NFS 

1 

^Spacer, Cover - Oust 

6 

191-1156 

1 

Drive, Starter 

7 

191-1048 

2 

Screw, Cap - Hex 

8 

950-0040 

2 

Washer, Lock - IT (1/4*) 

9 

191-1633 

1 

Cap, End •• Drive 

10 

191-1038 

i 

Washer, Thrust - Armature 

U 

191-1039 

i 

Armature, Starter 

12 

NFS 

4 

*tSpring, Brush 

13 

NFS 

1 

tHolder, Brush 

14 

NFS 

2 

tSerew and Lockwasher 

15 

NFS 

2 

*tBrush, Ground 


MF 

NO. 

PART 

MO. 

8S 

PAPIT 

0 DESCRIPTION 

IS 

NFS 

1 

•tStud and Brush, Input 

17 

NFS 

1 

tBushing. Insulation - Input 

Stud 

18 

NFS 

1 

Washer, insulation - Input 

Stud 

19 

NFS 

1 

Washer, Flat - Input Stud 

20 

NFS 

1 

tWasher, Lock - Input Stud 

21 

NFS 

s 

fMut, Securing - Input Stud 

22 

191-1040 

1 

Cap, Commutator (Includes 

Parte Harked! t) 

23 


1 

blousing. Starter Motor 

Repair Kit, Brush, Spring end 
Stud (Includes Part s Marked *) 

24 

131-1041 

1 

2S 

: 1-1359 

1 

Cover, Oust (Includes Parts 
Marked •) 

t - 

Included 

in the 

191-1040 End Drive Cap. 1, 

# 

Included 

in the 

191-1041 Brush, Spring and Stud Kit 

i - 

Included 

'in the 

191-1359 Oust; Cover. 
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Housing 


REF PART 
MO MO. 

1 40S-34S1. 

2 821-0010 

Power 

Generation 



QTY PART 

USED ASCRIPTION 


REF PART QTY 

no wo. dseo 


PART 

Oe^ORIpTION 


1 Housing Kit. Set (Include* 3 405"3450 

■ Parts Marked! *J < <05-3440 

T ‘Screw. Lock - Hex Head! 5 <06-050®' 

(1/4-20 x 1/2") 6 <06-0539 


i: 

i: 

4 

4 


Bottom 

•Homing* Top:. 

; iLatclh' 

Gronmt 


* Part* Included In SetRiMP^nt^ublication of this, document 

by any means, is strictly prohibited’ 
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Muffl*r 



RgF MRS QfY PART 

NO. NO. USES OESCRIPTICN 


«6F MR? 

NO. NO. USED 


PART 

matmtm 


1 

156-2100 

t 

Muffler Kit (Include 

12 


Muffler. Clamps end strainer) 

2 

503-0429 

8 

Clamp, Ho#* 

13 

3 

503-1410 


Hoe*. Bulk 

14 

4 

155-1002 

1 

Strainer. Slotted 

5 

502-0941 

1 

Connector, ho-'* (Spec A Only) 

15 

6 

7 

154-2579 

1 

Manif.jH, Ohaeet (Spec A Only) 

16 

309-0501 

1 

Shield, Sw ; '*.eh 

17 

; 6 

309-0484 : 

1 

Switch. Temperature High 

18 


Exhau«*. 

' 9 

856-0001 

2 

Masker, Lock (#®) 

19 

10 

81?-0064 

2 

Screw, Mechlin# “ Round Heed 


(#6-32 x 6/16") 


SOS-1849 

1 

elbow. Pipe - 45’ (Spec A Only) 

SOS-1346 

S 

Nipple, Cloft# (Stainl**#) 

(Spec A Only) 

970-1103 

1 

«b*. Hew (#6-32) 

331-0038 

1 

Hot. icck - Conduit (3/4”) 

154-2667 

1 

Manifold, Exhaust (Spoc 8 Only) 

802-0034 

2 

; i 

Screw, Socket Head 
(1/4-20 x 3/4”)|(Spec 8 Only) 

850-0040 

■ * 

: Masher, Lock.(1/4*) : 

(Spec 6 Orly) 1 ■ 

155-2266 

\i 

: Gasket,. Manifold h &h«wt 
(Spec 8 Only); 


I 
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Reaoice Control Panel (Basic) 




REF 

PART 

QTV 

PART 

MEF 

PART QTV 

MOT 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

m wseo 

DESCRIPTION 


300-3060 

1 

Pone* Kit, Control ~ Remote 

9 


Wirmq? UncKwoos 




(Basic) (InOutiee Parts 



Parts ^r*eo 41 i 




Market* 


338-1080 l 

Jen Feet 

2 

81S U3»0 

? 

"Screw, wooo? - Cfrve;i - 


33S-1081 1 

Jn»rtv ftot 




Cross Rec****o <#S> x U2 ) 

10 

332-0801 5 

"lernMindiS. Ring (Sue 

3 

301-3566 

\ 

*P«n«t. Control 




a 

308-08?? 


*$witcn< Rock*** 




d 

333- iCM» 

\ 

tiarnoM* (firing; w S ' 

* « 

Part* jnc »*.«ed tft 

300'3060 tame Contras* 4faoc;« 




( in< tMoes Part* 1 M^jurlcw ft 3 


Kst. ' ; : ! 

; ,: ■ , I ' : ; 

b 

323-0W0 : 

.« 

# tMousing*: P.’iP! 

* - 

Par ;* iavs .\snwti w 

: 338 1062 i *nrg net ness.. 

7 

323-0600 

s> 

‘IPin. Connector 

.«■ 

Parts incJ'uoed to 

• 338 ~ tOaO • and 338 ■ a OB j i* ? ?ine . 


33?•0042 

X 

*Fie. C»>c 


Nasr*Mtss. 

! ’ : ' ' ■ ‘ : 
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REF 

PART 

QTY 

pm 

REF 

PART 

QTY 

PART 

WO. 

MO. 

USED 

DESCRIPTION 

MO. 

MO. 

mm 

DESCRIPTION 

A 

300-306? 


Panel Kit. Control ~ Remote 

11 

323-0400 

i ' 

"f-Wouslngu Pm 




iDeluxe) (Includes Part* 

12 

323-0300 

s ■ 

'IPin. Connector 




Harked 

1.3 

332-0942 

i 

#T*e, 0*0*9 

2 

815-0360 

4 

A $crew, Wood - Oval Head - 

14 



Harness, Wiring (Includes 




Cross Ktaceaesd ffS x 1/2" ) 




Parte •tfarkea *) 

3 

301-3606 

1 

*PaneK Control 


338-1080 

$ 

7(*n r i'HK 

fl 

302-0885 

l 

*Weter, Totalizing * Time 


338-1081 

i 

Thtr*y Feet 

5 

302-0888 

l 

*Meter, Condition - Battery 

IS 

332 0801 

$ 

*Termmah fling <Size #6} 

$ 

308-0827 

1 

*Swnch. Rocket 





7 

3S9-OQ34 

1 

A Diode and lead 





e 

860 0005 

t 

Hex (ffrCJS 

At 

Part® Iflc; 

in 

3£K>~30fc2 Rcjwiote Control Panel 

$ 

815-0385 

2 

*$cr*w. Machine - Round 


Kn. 

: 

: . 1 




; ts-32 k i/r> 

# - 

Parte Included in 

338-1082 Wiring;Harness* 

iO 

338-1082 

1 

Harness* Wiring ~ 6* 

V ~ 

Parte Include m 

338-1080 and 336*i08i Wir ir.g 




(1 'eludes Parte Harked #J 


Ham® s*. 





1 

'• !.;l 

j;F 
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Numerical Index 


Part No. 

Page 

Part No. 

Page 

Part No. 

Page 

Part No, 

Page 

308-0739 

19 

402-QS69 

10 

516-0117 

9 

812-0146 

14 

308-Q827 

25 

403-2296 

10 

516-0196 

20 

813-0102 

19 

308-0827 

26 

403-2298 

10 

516-0196 

21 

815-0046 

9 

309-0002 

5 

405-1039 

7 

517-0041 

5 

815-0106 

19 

3G9-QQQ4 

7 

405-3449 

23 

517-0048 

5 

815-0110 

11 

309-0066 

7 

405-3450 

23 

518-0006 

9 

815-0285 

11 

309-0322 

8 

405-3451 

23 

518-0012 

7 

815-0290 

9 

309-0484 

24 

406-0588 

23 

518-0049 

14 

815-0290 

13 

309-0501 

24 

406-0589 

23 

518-0265 

11 

815-0340 

20 

302-0538 

7 

501-0513 

11 

518-0387 

11 

815-0380 

25 

309-0539 

-*» 

t 

502-0002 

15 

520-0143 

7 

815-0380 

26 

312-0097 

14 

502-0029 

7 

520-0535 

7 

815-0384 

20 

312-0194 

21 

502-0138 

1 "t 

520-0870 

11 

815-0385 

19 

319-0688 

20 

502-0300 

16 

520-0953 

11 

815-0385 

26 

320-1364 

19 

502-0404 

15 

520-0954 

20 

815-0395 

21 

320-1441 

19 

502-0433 

7 

520-0956 

11 

815-0636 

16 

321-0146 

19 

502-0941 

24 

526-0048 

11 

816-0051 

16 

321-0175 

19 

502-0976 

16 

526-0048 

19 

821-0004 

19 

321-0256 

19 

503-0304 

7 

526-0049 

14 

821-0005 

13 

323-0400 

25 

503-0429 

24 

526-0063 

7 

821-0009 

20 

323-0400 

26 

503-0446 

7 

526-0063 

14 

821-0010 

10 

323-0440 

19 

503-0446 

16 

526-0115 

10 

821-0010 

23 

323-0463 

19 

503-0654 

7 

526-0122 

7 

850-0020 

19 

323-0500 

25 

503-1408 

16 

526-0214 

13 

850-0025 

11 

323-0500 

26 

503-1410 

24 

526-0324 

10 

850-0030 

11 

323-0801 

25 

505-0054 

8 

526-0333 

10 

850-0040 

8 

323-1512 

19 

505-0274 

8 

800-0006 

11 

850-0040 

11 

331-0038 

24 

505-1346 

16 

800-0007 

8 

850-0040 

13 

332-0284 

14 

505-1347 

16 

800-0015 

7 

850-0040 

16 

332-0319 

14 

505-1348 

24 

800-0025 

16 

850-0040 

20 

332-0406 

19 

505-1349 

24 

800-0029 

5 

850-0040 

22 

332-0426 

19 

508-0015 

19 

800-0031 

9 

850-0040 

24 

332-0527 

11 

508-0016 

14 

800-0033 

10 

350-0045 

5 

332-0601 

26 

508-0016 

19 

800-0034 

9 

850-0045 

9 

332-1993 

15 

508-0017 

14 

300-0047 

10 

850-0045 

10 

332-2758 

19 

508-0208 

19 

800-0052 

20 

850-0045 

16 

336-0233 

20 

509-0008 

9 

800-0054 

20 

850-0050 

8 

337-0059 

20 

509-0012 

9 

800-0056 

8 

850-0050 

10 

333-1080 

25 

509-0041 

5 

800-0081 

13 

850-0050 

20 

338-1080 

26 

510-0008 

9 

800-0187 

20 

850-0055 

13 

338-1081 

25 

510-0013 

9 

8000308 

11 

853-0005 

19 

338-1081 

26 

510-0014 

9 

800-030 

20 

853-0013 

11 

338-1082 

25 

510-0015 

7 

802-0034 

14 

854-0006 

19 

338-1082 

26 

510-0107 

21 

802-0034 

24 

854-0007 

5 

338-2043 

19 

511-0148 

13 

810-0082 

19 

854-0007 

13 

338-2593 

19 

512-0164 

16 

812-0059 

19 

854-0010 

14 

356-0056 

21 

512-0168 

13 

812-0064 

24 

354-0010 

19 

357-0030 

19 

515-0001 

7 

812-0075 

5 

854-0014 

7 

359-0034 

26 

515-0113 

13 

812-0075 

13 

354-0214 

14 

402-0550 

10 
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